PUBLIC 




UAYHYILLM * 



HMPCBLICAN. 



FOURTH YEAR., 

SB.OLDHAM 

PLUMBER, 
GAS and 
STEAM FITTER 

Second Street, Maysville, Ky. 
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ONE CENT. 



Frank Owens Hardware Co. 



HEADqUAHTKRS POM 



fl TTTSr^S Loaded She,,s ' Caps> 

U V iTD, POWDER and SHOT. 



This is a free country. You 
can pay more tor Shoes if you 
want to. But if you could see 
! the sunshine of satisfaction as 
it streams down the faces of 
our enthusiastic customers you 



Visitors to the Fair 
can get meals at 
all hours at . . . 

P. Luzi & Co.'s New Era 

RESTAURANT, 

1*5 MaiHet Street 



Qood Sample Room 
in c 



Duley & Baldwin 

Are ttae leadlwr 

Insurance Agents 

or MATSVII.r.K, KV. 

TOBACCO Insurance 



Henry Linss, 

• ' BA * D ER ' ' 

CONFECTIONER. 



lee Cream, Soda Water. 

Lunch at all Hours. 

No. 4 Weal -eeoid Stmt 



Jno Wheeler 

Baseball Goods 
Fishing Tackle, 



No. tOt Market Stre.-t, 



Maysville Mills! 

i.oft 1JKIBU 

The cheapest paper for the money on the 
market. Compare II with the blither priced 
imper. 

20c. per Pound. 

We carry In (took- 



J. T. RACK LEY & CO., 

Booksellers and Stationers. 

WALLI'APIR UKALKKS. MAYDVILLI. KT. 




HATS, 



I Men's . . . 
Furnisher. 



Shirts Made to Order. 



would not stop until you had 
caught the magic influence 
which pervades our Shoe em 



Prices cut in slices. Big, 
booming bargains for 
busy, bustling buyers. 
Come during our hot Au- 
gust sweep -out The 
weather is warm, but our 
prices are hot. 



Acting 
Rashly 



= 9 
Keep 
Looking 
Elect 
Y'sly. 

See our Shoes. 
Originator and 
of low prices. 



Bring your feet with you. 
We do the rest. We will fit 
them like the wings to a duck's 
back, and make a nappy family 
of your toes in our Shoes. The 
respect due your dollars makes 
a visit to our house advisable. 
Promises may get customers, 
but it's performance that keeps 
them. 



CUTLERY. 




Day 

At the Blue Ribbon Fair' 
And it was a daisy us far as good look 
in*? people and a large crowd are con- 



There were iibout 5,500 people,— mot), 
good looking ladies and pretty babies,— on 
the grounds yesterday, and there was no 
tleeable an air of contoutmenl about the 
face of each one. 

This in itself is a big thing for the 
Fair Company, as these people will 
spead the news that the Bluo Hibbon is 
certainly entitled to that string this year, 
anil it will have I ho effect of increasing 
the crowd wry materially the remaining 
days. 

The fakirs are there, too. in full blast, 
selling their wares and giving you -'value 
ceived." as 




Harness horse, mare or gelding, Mitch- 
ell & Jefferson. Carlisle, 125. 

Buggy, harness and horse. Mitchell & 
Jefferson, Carlisle, $15. 

Pacing horse, mare or gelding, for road 
use, J. L. Dodge, Paris, |20. 

Then came the races the event of the 
afternoon. There were two— a pace and 
n trot, and both were of the highest class 
of that kind of sport. 




The show ring was one of the features 
iu yesterday's proceedings, and the horses 
shown were of the most benuliful type 
of Kentucky beauties. 

The following premiums were awarded 

Saddle stallion, 4 years and over. S. li. 
McKain. «15. 

Saddle stallion, under 4. J. F. Walton, 



(ic;n 



I. «13. 



Harness mare, 4 years and over, Charles 
Edgcuock, Berlin, |16. 

Harness mure, under 4 years, T M. 
Uaitskill, $15. 

Road stallion, 4 years and o»er, J. C. 
Murtin, Ripley, $15. 

Road stallion, under 4 years, 8. 0. 
Maltby. Washiugion, * 15. 

Team harness geldings, McCleilau 
Bros., Paris, $15. 

Two year-old harness horse, mare or 
gelding, T. M. Arrismith, Durham, N 
♦ 10 



The first race was the three year-old 
pace, mile heats, for a purse of $400. 
Here's the result: 

John, b. g 1 1 1 

John Martin, br. g 2 2 2 

Duubar. b. g 3 4 I 

Correct, b. a 4 3 4 

Time-2:2U. Ml}, 2:83*. 
The next was the 2:18 trot, mile heats, 
for a purse of $400. and it was a beaut. 
There were three in this race, which re- 
sulted as follows: 

Clorine. c. ■ 1 1 1 

Isa Belle, b. m I 2 3 

Letcher, g. h 3 3 2 

Time-216,. 3:18i, 2:17. 

FI.OHALIIALLETTES. 

But the Floral Hall seemed to be the 
center of attraction for all the classes 



The 



first day was not enough for the writi 
to do it justice, and those who were 
slighted yesterday will get their display 
noted in these columns today. 

Mrs. William McAtee has a handsome 
quilt on exhibition. It is application 
work and hand embroidery, and it is ex 
quisito 

Messrs. C. P Dietcrich & Bro., the 
Florists, were awarded tirst and second 
premiums on the handsomest floral de 
sign, and you want to see the beauties 
that this firm have in their display. 





Here's the popular stand just outside 
the Floral Hall, and all you can hour 
"Hokey pokey cream candy." 

Miss Mollie Outten has a beautiful d 
play of crayon work that received n 
i, and they were i 



But there is one stand that for popu 
laritv takes the "push " It is the place 
you get the elixir for that tired feeling, 
and it is frei — 'ne as the air you breathe, 
and maybe you don't think it isn't patron- 




The above cut represents one of the 
beautiful chickens that ure on exhibition 
in the Floral Hall. 

White, Judd & Co , the furniture Arm. 
was one of the displays missed by The 
Ledoek. as was also the display of the 
Frank Owens Hardware Company, both 
oeing beautiful, the complimentary n< 
ticcs they received from the crowd a 
testing to it. 




This is the premium sheep that has 
been seen at the display of stock. 



can see as much of the races at 
iral Hall as at any point on the 
, and the management should put 



But 



you don't want to miss todayf 
This afternoon at I o'clock the attraction 
of attractions comes off— the Baby Cir 
cus. Take your baby and try for the 
premium. Here they are: For the pret- 
tiest boy baby, white, under 18 months, 
first premium $fl. second $3, third fl ; tot 
the prettiest girl baby, white, under 18 
months, first premium $C, second $3, third 
$1, Mr. Hal C. Curran is the baby ten 
der, and when you go just deposit your 
baby with him, and he'll take care of it 




A popular place on the first floor. 

The old reliable "M. C. R." is there, 
and to say the least it is a handsome dis- 
play, reflecting great credit upon those 
progressive and far-reaching grocers, li 



lealur 



edsm 



This afternoon there will lie plenty of 
music There will be the Mandolin 
Club, the pianos and the babies, and if 
you don't get what you want all you 
have to do is to ask Hal Curran, and he'll 
wiud up his band. 



Best Cabinet Photos, fl 50 and $2 
per dozen, at Parker' s Galle ry. 

The rerort of the Mayslick and Mur 
physville Turnpike wasjflled yesterday. 

Martin Fay was granted license to re 
tail spirituou s, vinous and malt liquors. 

Jack Gilvin was jailed at Carlisle yes- 
terday, charged with assaulting Miss 
Annie Gore n ear her home. 

Charles Dcvaughn and Miss tYllb J. 

ooper were married yesterday at the 
County Clerk's Office by Judge Hutcliins. 

Dr. Smoot is now located in his new 
offlce and residence, corner Third aud 
Sutton streets, where he can be found 
day and night. 

The prices c f admission at the Opera 

.use Friday night will be 35 and 33 
cents. Seats reserved at Nelson's with- 
tut extra charge 

The Board of Education has concluded 
lot to take the Amazon Hall tot tem- 
porary use as a schoolhou.se until the 
new one is completed, but have rented 
Traxel building on Second street, be- 
en Walnut and I nion. 



WE HAVE BOUGHT THE 
ENTIRE STOCK OF ... . 



Boots and Shoes 8UCCIE * 



Razors and Scis- 
sors, Carpenter and 
Blacksmith Sup- 
plies, and Building 
Hardware. 
WOOD WORK A SPECIALTY. 



31 



ForLawyersThatWin 

Keatnrk yMjlls Legal C m, 

Tub sited, loft dried, the best and nicest 
Krade. W e carry in itock- 

Comraerelal Note, ruled, 6 and »t> 
I i.ratnerelal Letter, ruled, III and 1Mb. 
foolscap, ruled, 12 and Mfc. 
Leiralcap, ruled, 13, U and UH>. 

J. T. KACKLEY & CO., * 

BoDkseiiern anil Stationers, 

VV.UI.Pmn MUlMs. BKCOSD 8TIHT. 



SMITH & CO.'S 

New 5-cent Cljrar 

Port Royal! 

BEST MADE .... 
FOR THE MONEY. 



John C.Pecor 

DIU^GGIST , 

Perfumes. Face Powder, 
Complexion , Soap and 
Toothy Preparations. . . 



the Finest Chocolate Bonbonn in C 



A BOTTLE OF . . 



ROGERS' 
OLD 
STOCK! 



enjoy tbe Fair. 



G. W. ROGERS & CO. 



12* Market Hreet. 




W ANTED! 



Everyone to know that we 
curv a handsome .... 

line of 



Formerly owned by W. C. Miner, in addition to 
which we have added a full line, and are now 
marking the stock down and will be ready to offer 
the greatest bargains ever offered in Shoes in the 
city of Maysville. 

Progress Shoe Co. 

ar Watch daily papers for opening an 



CARRIAGES. 



ilete. See some of the latest . 



mplenieuts a 
I during . 



Thompson & MCAtee, 



NOW 

. . . AND . . . 

THEN 



Upon the mercantile sea 
may be caught flotsam 
entirely out of the ordi- 
nary. Under the pressure 
of pitiless necessity prices 
tumble like castles built 
of the" unsubstantial stuff 
that dreams are made 
of." It's so with us just 
now. Even while the 



broad August sun laughs 

e shade of a cedar of Le- 

r prices bring content, and only the 
content are cool. The story In a nut shell. All the summer 



its pitiless laugh our store is like the shade of a cedar c 
- Why? Because our jr"" 



goods in the entire establishment have been marked down. 

Imported Mo. all-wool Uballla down 40 Mo.; Beautiful U6o. Krenoh Organdie* down 
■ 'Minnies down MUHM.I 8t/ll«" *- 
it Lawns down toSMo.; NM 



tofio.; Dainty »o. Kliu red DtmHIat dowp te 
dowu to lOo. ; I'reujr Wo. I 
ntoOo. White floe' 



Hah ~l*n7 Jaoooat l » ne 
"* 't. Fast colored Lawi 



NI38BITT Sc OO. 



The Blue Ribbon Feir Week 



Ah usual will be a gala week at Hechlnger's Clothiug 
Hect.iuger made great efforts to have bis entire fail at© 
time our FA IK frieuda visit us. Need we aay that 
aonie, stylish and good will be fouud at the great 
Clothing House? Gentlemen in need of furnishings, such 
of Shirts, Ties, Collars, Ac., will find just what they want 
elegant line of Dreaa Suits for rent. We want our friends 
commodious- rooms headquarters during the Fair. Pareeli 
agee cheerfully taken can of. Respectfully. 



in by the 
is hand- 




as all kind 
with us. An 



CO. 



Hear Me, 
Man 



I Talk Dorit Go 
These Times! 



It takes action. Any Clothier can make a flattering 
showing in print. But we invite you to inspect our goods and 
.judge for yourself if we haven't the best Clothing and Furnish- 
ings in the city for the least money. Our specialty this week 
wul be FURNISHING GOODS. 



com. aacoND \m* 



JOHN T. MARTIN & CO. 



had In i in- monlm what l« 
a "dark brown taete" In tan 
mouth? If to, It U the effect of a deranrea 
•tomaoh and llrer, the bait ramedj for whloh 
it a dote of Ayer a Pllla, together with a III 




it tt.urtof mouth. 



IV ADVERTISERS. 



Advertising rate* uniform and reaton 
mUt and made know* on application at 



the Mnr rt|nlwl7 » I 
—■Jar m favor by reporting- 
th« fact AT TI1K OTKU Y~. 



^REFORAMERICA/AMERICANS 



REPUBLICAN TICKET. 




PARTY DBriCE-THK LOG CABIN. 



Urutaiant-Qorrnwr. 
vv j. WOBTHIHOTOM 

of Qretnup. 



SA M H SI. i.N K 



W. J. DAVIDSUN 

»/ Puinirf. 



■MfcnMd tommiMi mm 
JOHN C. WOOD 
Uf Montaomtrv. 



Don't fail to go Me A Bni of Mori 
keys" at the Oprn b u- Friday night. 

Fair vUitors will and a full line of 
Toilet Articles. Amps, etr . also pure 
Drag* at Cbenowetb'i Dru<store, corner 
Second and 8 utton ^ f_eet8 

The entertainment at the Opera-house 
Friday night is for the btnitlt of one of 
oar churches, and everybody should go 
Me ''A Rox ol Monke ys. ' 

The silly report that the mound diggers 
pear May slick bad been stoppi d in their 
reeearches. which gained some credence, 
it pronounced &i altogether without 
foundation in jacl. 

Do not fail to take in the steamer Lau- 
ranee excursion this evening. Good 
music, delightful ride, and oh, so cool. 
A ride of an hour and a half for ten cents 
Let everybody turn out. 



THE M. C. T. 



The Mason County Teachers' Institute 
will convene at the High Bchool Buildinu 
ta Uitt city Monday, August 26th, at U30 
a. m. 

"ETery teacher of a common school 
'■ball attend the full session of the Insti- 
tute in his home county. The County 
Superintendent shall revoke the certifi- 
cate of any teacher who shall fail to at- 
tend the full session of the Institute, un- 
let* the Superintendent shall be fully sat 
tailed that lach failure has been caused 
by actual sickneaa or other disability. 
After the County Institute has been held 
it shall be unlawful to grant any person 
certificate at any time during the school 
year, ending June 30th, unless the said 
person shall have attended the full 
■ion of tae Institute of this or some c 
f during that school year."— S 
a UP. 

of the Institute are oren 
to the public. Q. W. Blattbbman, 

Superint endent Pub lic Hchools. 

Br ate or Ohio, City or Toi.ido, i„ 
Lucas Cod»t». I 
Frank J. Cheney makes oath that he In the 
senior partner of Ibe firm of V. J. Cheney \ 
Olv. dotne business In the City or Toledo, 
county and stat* aforesaid, and that said firm 
win pay the sum of onk m niihkh 



•of a 



e of Hall'i 
a Cure, Fbamk J. Ctuunrr. 

■wont to before me and subscribed In my 
e veea uun this «th day M December, A. D. lord. 
. ~> — A. W. Ouusoa, 

JaaaxJ Notary Public 

Ball's Cau/rh Cur* Is taken Internally and 
ecu *1 recti/ on the blood and as uaoaa surteee* 
of Ik* •yitma. Seod for Uetlunoolale, free. 

¥. J. Gaumae * Co., Toledo, O 

%W Sold t>y On, «m««i» t« aeaes. 



Your Wife— 

the mother of your children — 
you promised to love and cherish 
her, but are you taking proper 
care of her Health ? 

She is probably not so strong 
as you are, anyway ; and then 
there are diseases peculiar to 
women that often make her 
weak and ailing. But 

Brown's 
Iron Bitters 

will make her well and strong. 

It purifies and enriches the 
blood and beautifies the com- 
plexion. It permanently cures 
Constipation, Neuralgia and 
Headache, and drives Malaria 
out of the system. 

ProwrTi Iron Bitten it rtr>«»"t to 

-»«ti.m S<-r the crnsseA Tctl lines 



A Winchester man lias contrtictcd for 
10.000 bushels of apples, which will 
turned into upple brandy as soon 
possible. 

who wrote the tftUlOQI of u n-rti 

Corn and tobacco throughout t 
county aie suffering very greatly for 
want of rain, and both crops will be very 

■Uriel 1* shortened without it come 

ithin a few days. ^ 

Mr Arthur F. Curian of Wsjalagtoa 
. C. has the thanks of The LOMBI fo 
copy of The Washington Tost of Jul; 

4th. 1^.1. containing a far simile of th 

Declaration of Independence. 

A BRILLIANT AFFAIR. 



Yo 



office. Half th 
amount arrived Wednesdav afternoo 
Md the rest Thuradav. It win all in 
the form of bullion. The gold is not 
needed for the current coinage of the 
mint, but it will be later on, am" 
facilities for storing it are probably 
better here than in New York. 

The mint is coining mostly subsid- 
iary coins just now, there being more 
demand for them than anything eli 
Quarter and helf dollar piec 
were turned out Thursday. Some ft 
coins are being coined but not mar 

ide lately hare been half 



hgles 



millio 




The Mnysville Assembly entert..inid 

he Hill Booee, 

A large crowd of handsome bellts and 
beaux from this city und from a distance 
were present. und lU thoroughly enjoyed 
themselves 

Dancing bejel at IsM and was kept up 
until 4 a. m , giving all ample opportunity 
tn indulge in that pleasure to their heart's 
content. 

Supper was served from 10 to 2. thus 
affording the merry dancers all the time 
desired for refreshing the inncrman. 

Following is a list of those who were 

Misses Cake. Miss White. Mt Auburn; 
Misses Nettie llowc, Mattia Worick, Ur 
zie and Mary Cox, Mayme I'errie, Belle 
Barkley, Lutie Blip let, Marian Wormald, 
Suzanne llall, Bertie Robinson. Lottie 
Berry, Mayme llocker. LoUl Thomas, 
Uaddie January. Maude Kirk, Florence 
Darnell, Nettye Newell, Amy Andrews, 
Margaret and Louie Andrews, Flemings- 
burg; Fannie Herodon, Louisville; Mattie 
sworth. Miss llarbeson. Augusta, 
Misses Wutson. Misses Nolin. Miss Col- 
Covington; Misses FrevoBt, New 
Orleans, Misses Milam and guest Miss 
Milam, Miss Livczy, Misses Dobyns. Miss 
Brent, Kansas City. Judge and Mrs. A 
A. Wadewortb, Mr. and Mrs. Karl Wor- 
ick. Mrs. It. B. Owens, Mr. and Mrs. 
James U. Ilall. Mr. and Mrs. Thomas R 
It r, Mr and Mrs. Clarence Mathews, 
William McCann, Lexington; Mrs. 
H. Duke Watson, Mrs. W. II Means, 
Mrs. J. W. Fitzgerald. Mrs. Andrews. 
Flemiugsburg, Mrs A C. Respess. Mrs. 
P. G. Smoot, Mrs. Walter Watson. Mr 
and Mrs. R. L. Baldwin. Mrs (' BskalU 
Wood. Mrs. Binzel and guost Miss St. r 
Mrs. Charles Bigger*. Mr. Whito. 
Mt. Auburn, Messrs. Ben llarbeson. Au 
gusta; Robert Hoeflich, Harry Holmes, 
D. W. C. Franklin. Dulin Moss. W. N 
Stockton, Stanley Nolin, Thomas Darnell, 
Henry Wedeworih, Thomas and James 
Hell, Clarke Rogers, Thomas Wood, Rob 
ert Bisset, William Wells, Ueorge Keith. 
Stanley Watson, Ben Cox. James (J 



gess Taylor. Frank Barkley. Mr. Walker, 
Covington. Charles Dunlap, Dr. L. H. 



T. H. N. SMITH, 

DENTIST. 



racter are now out ready I 
be stamped. The coining of englt 
will soon begin end later on double 
eagles will bo turned out. The press 
for use at the Atlanta exposition ii 
coining souvenir medals has been 
packed ready for shipment. 

SALE CONFIRMED. 

n.- Heeeeees of th. whi.hr X*»\ n«»» 

PsrtU Ten lay ee nie Their Objcetl • 

Oin .i Aug. 23.— Judge Seaman in 

the United States circuit court Tluirs- 
fternoon confirmed the s:ilo of 
whisky trust property male DJ EUoel' 
Mc-Nnlta to the reorguni/.uion Boa 
ttee with the proviso that the part it 
opposing the confirmation be allowe 
until Tneederr morning at 10 o'clock I 
tile 



lit 



hh 



the 



le all the objae- 
s unless they were more Mibst.m- 
than thase Thursday by counsel 
ireenhut and Morris, l our ho irs 
a half were rt-iiu'a-e.l f->r arguing 
The objectors were repre- 



by i 



bile 



..■vy 



appeared for the reorg: 
committee. Mr. Mayer pointed out 
that the time was rapidly approaching 1 
when the new company would have to 
commence making its cattle feeding 
contracts, and it was advisable that 
the sale be condrmod as soon as possi- 
ble. The objection that the rights of 
the minority were not being conserved 
was made bv counsel for (Jreenhut and 
Morris. This order of confirmation, 
which will date from Thiirs.lay, puts a 
damper on the attempt now being 
made in New York to block the pro- 
'.rre^ of the American Spirits Manu- 
facturing Co. Master in Chancery 
Booth Bbd a sworn statement, testify- 

erty. 

SHOT TWO MEN. 



TOU DO, (>., Aug. H— A shioting af- 
ray occurred at Rattlesnake Corners, 
bout six miles west of this city Thurs- 
day evening, in which one man lost 
his life und two others ure now lying 
at death's door. The three men had 
left this city for the Corners to ha*e a 
night's amusement, and at once went 
to a saloon owned by Fred Itehrendt. 
They were somewhat noisy, and the 
saloonkeeper ordered them from 
his place. They walked to 
the sidewalk, and again attempt- 
ed to enter th? saloon. when 
they were met with a charge of 
buckshot fired at their heads by the 
saloonkeeper. Mike Welch, a bar 
tender, who was in the lead, received 
the greater part of the charge in his 
head, tearing away a portion of the 
skull, from theeffectsof which He died 
shortly after. Nelson Seymour, a bl- 
evele assembler, also received a serious 
wound in the head, and a third mem- 
ber of the party. Henry Winters, a liv- 
eryman, waa beaten over the head 
with the stock of the gun. and now 
liea in a critical condition. Hehrendt 
has been arrested and held on the 
charge of murder. 

To SeUrt tlie state Central ( eUaSBltteOi 

Coli-mm'!*, O., Aug. 23.— It is stated 
on good authority that the democratic 
state central committee will meet in 
this city, Thursday, August 19, to se- 
lect an executive committee and set in 
motion the machinery of the demo- 
cratic campaign. From thut time on, 
it is said the campaign from a demo- 
cratic standpoint will be vigorously 

conducted. 

The lDt.rnntlon.1 Vacht Reee* 

NEW York, Aug. 23.— The announce- 
ment was made by the America's cup 
committee Thursday that September 8 
had been fixed as the date for the first 
of the international yacht races. This 
is the date originally set and the an- 
nouncement seta at rest rumors of a 
postponement 



SHELBY_NUNN 
- Trt ' d ">'£" rt «-**' of Willie. 

>a it caster, Ky.. Aug. 2S.— The 
grand jury haa indicted Shelby Nunn 
for murder. It will be remembered 
thet he killed William Rest a few 
weeks ago. The trial of Horace Woods 
for the killing of James Martin laat 
winter is now In progress, and much 
is being manifested. Judge 
Denny, of Lexington, ia among coun- 
sel for the defense, and Hon. John 
Yerkes appears for Col. W. O. Bradley 
for the prosecution. Many witnessea 
have been summoned, and it i^ i hi 
that the case will consume tue re- 
mainder of the week. The last trial 
rcaultcd in a hnng jury. 

ROBBERY NEAR LEXINGTON. 



Lkxi.noton, Ky., Aug. 23.— At half- 
past « o'clock Wednesday night two 
robbera entered the general store of 
W. (J. Williams, at Donerail, near the 
Scott county line, and at the point of 
the pistol made Williams open his safe 
and took all the money, a small 



you will never be without It. Itle 
a faithful, safe and reliable friend whenever 
neoded by speotal olreumstannes requiring 
use. It Is th arilole every woman should 
keep ready for Immediate use. It Is sin 
>nd Inspires confidence to the » 
It. It Is reliable andselenttnoally made 
Injury to hoalth 
as any irood physician would say. Wenreo 
that no article has ever been tnadi 
hich will irlve as much satisfaction to tbi 
Of today as The Ladles' Safe P rotec 
tor. The immense sales of thin artlolo Is i 
substantial Indorsement 
not therefore experiment with any of the 
numerous unreliable articles, as It Is both dan- 
-rrous to health and expensive to do so. 
I k experlm.-Dtlnjr can only result In loss or 
time, disappointment and dismal failure. 
I.adlt-i should remember this before ordering- 
other goods und not 
money on Inferior articles. Tho best is always 
the cheapen. Tilt- Lndlrs' -..if.- Protector 
Is sold under a positive trusrsntee for use tor 
one year, with full .Unctions snd Is sent sealed 
In plain wrapper upon receipt of express 



>r«MK 



ITlMI. Dor 



Wil 



B Bo 



left for 



poli 

They will 
ke the county's bloodhound* and tn 
track the robbers. Williams think" 
he knows them. 



I lie f andldatm at Ma r flrl,l 

Mayfii;i.p, Kv., Aug. 23 — Mr. Hardin 
and Mr. Bradley met again here and 
addressed a crowd of about S,000 peo- 
ple. Mr. Hardin had little to say on 
the silver question, only referring to it 
during the last ten minutes of his 
ipecch. Ho briefly reaffirmed the posi- 
ion taken at Louisville and answered 
Mr. Bradley's question as to the kind 
)f senator he would appoint, should |1 
become his duty asgovernor toappoin 
me He merely *aid he would appoia' 

» man who would "stand squarel.v 
IpOO our last national platform," nnt 
'preserve a perfect parity between all 
our money." The candidates will 
speak at Ilopkinsville Friday after- 



Kea reeky Peesleaetei 

Washington. Au*. -'X — Pensions 
were issued BB follows: Original 
Charles W. Shrnpe, Newport. Campbell 



inity. 



Itei 



rnl- 



Welch's Creek. Butler 

.nils, l'ine.-. Kenton. RelsAIte- 
10 Cnrdue. Louisville; Honey 81 
Frankfort. Franklin: Andrew ti 
r, Sjulsbury. t arter: Alfred Ta 

iketteville, Breathltti Dl h (re 
on's Mills. MeOraekeni WUlfci 

Waddle, Somerset, Pulaskii Oeorg 

Ray, Powder M.lls. Uart <>,i- 
Klizabeth MeUowaa, L 



Oeeaeel «.'"»> La*4s M4 

pAiimnriixH, Ky.. Au». n. -E. 
>wes, snaetar eotarahMiionat of ti 

hnson circuit court, sold I ,<l 10 a.-: 
fine DBS Bel coul land lying in Joh 
n county. The sale was Bsade mm 
tudginentof 8:.0,fX)0 in favor of Jol 
C Mayo and Is. H. Houston, again 
e United Coal Co., an organ. y.ation 
c Mcrritts, of Duluth. Minn. T) 
id brought S')7,0J0. 



in ted J. R. Pile for 



by the populists for the lcgislu- 
•om the city. Four tickets are 
i the field in both districts. 



Pro nobly MoMed. 
Serok.nt, Ky., Aug. 23.— News hps 
just reached here from Pike county 
that John A. Daugherty, a wealthy 
stonecutter, was drowned in Jug fork 
of Sandy river. Suspicion points to 
6uicide over a love affair of several 
years ago. His clothes were found on 
the bonk of the river. 

One of Them Captured. 
r.xi.NCiTOX, Kv., Aug. 23.-Chief of 
ce Lusby, at Georgetown Thursday 
ning, arrested one of the men who, 
charged, Wednesday night robbed 
the post office and store of 0, W. Wil- 
liBBM Bt DoaoraiL The man says his 
IBM is Thomas Case, and that his 
>me is at Augusta, Ky. 

etata Flnaorc 
I KANKioar, Ky., Aug. 23. -The 
itcment of State Treasurer Hale, 
verlng the period from July 1, 1893, 
June 30, 1P!>5, inclusive, shows total 
ecelpta and expenditures to June 30, 
11*94, f*4,O30, 103.75, and to June 30, 18'J5, 
$3,778,110.83. There ia a deficit in ex- 
enclltures of 941.908117. 

Vbrsaillbs, Ky., Aug. 23.— Camping 
parties of .fisherman from Cincinnati, 
sville and other places have be- 

Kentucky river, in this county, 
that a fishing club is being organized 
to build and handsomely equip a club 



lep-ndent oil 



n I HBBiiBBI. Aug. 23.— Hie Standard 
Oil Co. Thursday purchased the pro- 
perty of the Melton Oil Co , valued at 
54.00 000, but which were secured for 
about half that. This gives the trust 
almost a complete monopoly, and is a 
decided blow to the indep 
interesu. 

lee i 

Nokwalk, Ok, Aug. 23.— Owing todle- 
teraper among the trotting horses en- 
tered for the races of the Huron coun- 
ty fair, to be held September 4, .1 end 
0, the directors Thursday held a meet- 
ing and voted to postpone the fair in- 
definitely. 



Thrown 4falMt ■ Tree. 
WASBiaaTOB C H.. O., Aug J J.— A 
runaway horse threw Albert Coekerlll 
from a buggy. Ula face struck agatnat 
a tree, and he waa badly mangled. He 
lies at hie home ia an unconscious 
condition, and will probably not re- 
cover. 



Ag»d Man round Dead. 

Bkowssvii.lic, Ky., Aug. 23.— Nicho- 
las Isenbury was found dead In his 
vard at his home, five miles east of 
Brownsville. Mr. Isenburv was 70 
years old, and hi* death 1* supposed to 
be due to heart trouble. 



lixxiauiun, Ky,. Aug. 23.— News 
cone* from Elliott county that J. M. 
I'ennington, a prominent citizen, has 
<ued Dr. S. H. Hunter for f.'O.OOO dem- 
iges, alleging that the doctor haa alien- 
a ted the affection* of hi* wife 



1)1.1 rl. t t Ktnpnien l m 

Paovcah. Ky.. Aug. 2fc— A district 
jampaign committee haa been organ- 
ised by the democrats of the First con- 
cessional district, with headquartere 
id thte city 



..i.i.i. k, Tamt OtSM %m Bm 

WaeHiMVYoa, Aftig 33. —The poet of- 
&oe at Buciid. Hurt eouaty. will be 
•cob tinned after August IL 



nd headgear :.t Mis 



The 



ion in Ihc price of 
sterling silv. r ware brings It within the 
reach of those who heretofore have 
been obliged to use plated articles. We 
can show a large stock comprising the 
latest and best ideas of the most promi- 
nent manufacturers. 

Jeweller. 



Entire stock of Millinery, Notions and 
store fixtures must be sold at once to quit 
business. Building for sale or rent. 

001 awing Mrs Davidson will please 
pay. Those having claims will present 
same, t all eaily for bargains at No 4} 
West Third near Market. 



By 



RIDING ON THE KAIL! 



What Ibe Great Steel Highways 
Offer to Travelers. 




the L. and N. Kallroad will toll round trio 
tickets AuRust Uth to 2»lh at *1 10 on week 
days snd ho cents on Sundays. Special tralin 
leave Msyovllle at s a m. und 0 p. m. Sun- 
days, Augu st lsihHndi&th. 

On account of tholtlplcy fair t be 0. snd O. 
Ill sell round trip tickets to Klpley at one 
fare-2S cents. Tickets on pale August *Tih, 
Mm and :*lth, return limit AugnM Silth. 
Trains leave Maysvlllu at 5;*l und tl a. m.. 
iilnir leer* South Uipley at 4 51 and TOO 



<lHftnnnH Edrntraton. 

On Thursday, Autrust 2Pru. the C. and O. 
Italiwny will sell round trio tlokets to Cincin- 
nati by trains 1», K and 1.1, the rate from 
Maysvllle being tl 2.1. good returning only on 
special excursion train leaving Fourth Street 
in 11 p. ru.ssme date, 
not fall to make this trip snd attend the 
3 and ruling ut the Ludlow Lagoon given 
e II. of I. E. und O. It. C. or visit the Zoo. 



All Aboard /or the Blur Ribbon Fnlr. 

The a und O. nlll run spoclsl trslns on 
ugtist :£V. Ski snd 24ih between Market 
reet and the 1'uirgrounds. Mopping hi 

lonty of seals. No delays. No crowding, 
odust. Hound trip tickets IS cents. Trains 
are Market street at M a. m. and every 
ilrty minutes Uu-reHfter until '-':») p m., re- 
lrnlng sfter the races. Secure tickets at M. 
Charles Ticket Offlof. 




5i.«.^«.^e> %^-«vev«ve> %% ^%^*^^^<*v«va,*j 



'New DRESS GOODS' 



pons at 75c. 11 and 11 50. AH 
750. and 11. The8e y «rp b'«rpain«! 



i ^BROWNING'S^ 

liUi.UiUiUiU444iai44.Uia4iiii4.i44$ii 



No Credit 

From this date our tonus will be absolutely 

Cash! 

In making this change in our business we will 
be enabled to make lowej prices on Boots 
and Shoes than ever before. 
All Summer Footwear at cost. 

N. B.— All those knowing themselves indebted 
to us will kindly call and settle their accounts and 
save expense of collecting same. Our books must 
be closed at once. 

F. B. RANSON d CO. 



SEASONABLE 



DRY GOODS, 



FANCY Hud STAPLE 



CARPETS, OIL CLOTHS. MATTINGS, 
And Housekeeping Goods Generally Always on Hans 



AND KOK NAlh l.\ 



GEORGE (JOX & SON. 



CLEARANCE SALES 

AT HOEFLIOH'S. 



All ouf 8t ami 10 cent Waah flood*. 
« eeuu per yard. 

1 our 12t, 15 and 20 cent Wash 
(ioodx. sueh bh Lbwua, In mi tic-. &c„ 
10 centa per yard. 

Fifty and tXJ cent quality, all wool, 
Hergee and NoTeltles, 8U eeiits per 
yard. 



SPECIAL HOSIERY SALE. 

Mi—- and UdlfH' at in .vm-.. worth 
II i-i iit-, MieoeN and LatllK** at 22 rent*, 
worth 35 '•.•!,- . Mi -.-> and Ludlw' at 
SSi oenta, worth 50 ceute. 

All wool Carpet 'at 40 ccnta a yard; 
BruewlH Carpet 50 er-uto for 75 eenta 
quality. Ruffe and Laoe Curtalna 
greatly redurnl. Theee hargalnii ore 
-iM.t «a«h only. 64 re uw a call. , 



PAUL HOEFLICH & BRO. 



HORRIBLE FIND. 

Two Men in a Small Boat Seem- 
ingly Dead. 



They Were Resuscitated and Tell 
Their Terrible Experiences. 



Caaf ht In a Storm They Were Driven Fur 
Out Into the Gulf rorty l>av» A.o- 
Wlthont Water Thay Attempt to 
Urlnk Thelt Own Blood. 

8T. PETRRKBi'no, Kla.. Atiir. 21— John 
Traak, of New York, and EAg&r Dav- 
idson, who is from Ohio, left Apalachi- 
cola, July 10, In a boat 10 feet lonjr for 
a few days' fishing. From that time 
until Wednesday oothinij was heard of 
them and they had been given up as 

Wednesday, while Sam Johnson, a 
Negro fisherman, was about three 
miles qft this place in his skiff, he no- 
ticed a boat half a mile away, from 
which something white was II uttering. 
The Negro rowed to the boat and was 
horrified to find two men in it, lying 
face downward and seemingly dead. 
Johnson towed the boat to this place. 
The men were not dead and they were 
resuscitated. 

Tfask and Davidson tell a horrible 
story of their sufferings since leaving 
Apalachicola. On July 13 they were 
caught by a storm, nn-i their boat was 
driven far out into the gulf. The ma 
was broken, and they were at tl 
mercy of the wares. Thev had r 
compaRS. and they drifted hither ar 
thither. Their stock of provisions an 

though they husbanded it carefully, 
week ago the last morsel of bread ax 
■drop of water were gone. 

According to Trask the snfTertr. 
affected Davidson's mind and he mar 
several attempts to jump into the pul 

Trask finally lashed his compamo 
to one of the seats of the boat. Sharks, 
too, followed in the wake of the itast- 
aways, eying them greedily. 

Four days ago Trask lost 
sciousness and he knew no more 
he was revived by the doctors, 
fore Trask became insensible he tied a 
portion of a shirt to the broken mast, 
and this was what attracted the Ne- 
gro's attention. 

The men were in a terrible condition 
physically, and Davidson's mind m 
to be still affected. Their Qesh had 
beeu almost cooked by the sun 
their eves seemed ready to burst from 
the sockets. On Duvid-on's arm 
doctors found the imnrint of ti 
and they think that, while 
man was dving of thiMt he trti 
asaaage It by sucking his blood, 
liar Imprints were found on Tri 



THURSDAY'S GAMES. 
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r bit. 



self, although h'e 



It likely, as he ad: 
thirst crazed him. 

The men are little but skin and 
bones At present they are too weak 
to lift their 



DE EP WAT WAYS ASSOCIATION 
An International OrgMtaattaa Which la 
ooon to llold a . onv-ntli.n. 

Chicago, Aug, 22.— isoinethinjr 
20,000 invitations to states, provinces, 
municipalities, institutions of learning 
and organized bodies throughout the 
United States and Canada to attend 
the first annual convention at Cleve- 
land, O.. September ?4 to 26, are being 
sent out by the International Deep 
Waterways association. In addition to 
the above, formal invitations are be- 
ing sent to all state senators, members 
of congress, college and university 
president*., and to leading thinkers, 
economists and engineers to attend 
the convention as honored guests, and 
participate in ita diseoesions. 

At the convention papers will be 
read and discussed which in a compre- 
hensive way will deal with topics of 
interest pertinent to the association. 
The president, O. A. Howard, of Toron- 
to, will speak of "International Com- 
mlty and Co-operation,' and the aeci e- 
tary's report will review the Progress 
•of the Deep Waterway Movement." 
Capt C 8. Dunham, of Chicago, la the 
treasurer of the association and Frank 
A. Flower, West Superior, Wis., execu- 
tive secretary. 

WASHINGTON ITEMS. 



Tint I 
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l. Mir 
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K. E. Preston left here Thursday f. 
Denver, CoL, to select a »Ue for the 
United States mint in that city. He 
will be absent four weeks, and will 
probably extend his trip to the Pacific 
coast 

ca/ikts Ai'PoiMTeu. 
Washwutom, Ang. 23.— Appoint- 
ment* of cadeu to the West Point Mil- 
itary academy have been made as fol- 
lows: Charles L Smiley, New bloom- 
field, Pa. ; A. P. Sunderland. Delavnn, 
111., alternate for the Fourteenth dis- 
trict, and W. W. Hawkins. Hunting- 
ton, Tenn. 

WI1X MAKE OOOll TIIK NHOIiTAuE. 
W AOMIN uto.v, Aug. -';i — It transpired 
Thursday that A, H. Spofford. congres- 
sional librarian. Wednesday deposited 
with the treasury of the V. H. $22.<wo. 
aa he bad proposed some days previous 
to settle the discrepancy in his ac- 
counts as librarian and register of 
copyrights. 'The amount, it is said, 
was placed to bis credit, but the pay- 
ment is not acoepted as a settlement of 
the matters in controversy. 

f ho News Conlirmr.l 

Lohdon, Aug. 83. — A dispatch to the 
Times from Hong Kong confirms the 
report of the attack upon the American 
mission and chapel and school near 
Fnchau, and adds that ( apt. Newell, ..t 
the United state* cruiser Detroit, has 
gone from Fnchau to Kuehongi Thedis- 
pate% also aaya that thousands of addi- 
tional anti-foreign paapleta and pla- 
oards have been distributed through- 
out Canton 

Kietf,"!^ 1 «l'^he > 'bo7ur" of the 
steamer Tanan exploded while that 
vessel was at Kanefl. Several persons 
were drowned and forty people were 
injured. One of the latter will die 
iiom the Injuria, sustained. 



EXCURSION RATES, 
[•he Central Traffic t«<orl»tlnn Orel 1»< 
the Price of Round Trip, to ChattaBSM 
Atlanta. I.onlsvllle. Ktc. 
CatOACOi Aug. 23.— At a meetinv 
ho Central Trafllc association Tiv.i 
lay it was decided that hurvest exeu- 
iion tickets bs sold on the same ti rmi 
igreed to by the western ron.ls <tM 
are plus 5? V) southwestern. SOOthcrl 
md southeastern noints as ar.Vii.-ri/. • . 
>y en necf.ng lines using the 4*1 1 .-. r 
he dedication of southern '..: t.letlc'e. 
ick- tsare to be sold Berttataber 9 
d 11 and from Sept. 



10 

inch:, 
round tr 
ing. goo. 
of the oh 

Tk*te*ta • 



-i le for 



fa 



days at a time tickets at t 
one Vent a mile v rM defen' 
lh« ' hicago and Ohio Kiver 8 
tins proposition is held in 
but will hardly h* adopted. 

Another effort to revive 
Bit My of the Western Tr 
commission was began Than 
traffic officials of the v. natal i 
at the ChicBgo Ileach hotel, 
gres.-, was made at Tours li 



MURDERER IN HIDINQ 



behind and opened fire on hlta. Thi 
first shot felled Honberrv t» thl 
ground, and Sanders walked up i-i-i.. 
to him and fired three shot- late hit 
body. Sander* then skipp.- i anl bai 
notslneebeen seen. Ilonl-rn k In 8 
dving condition. There is much '• Ittei 
feeling. 

Colored Fnriuer* OnganhMt 

Fn askfort, Ky., Aut. 23.— Atom 
Su Nesro farmers from ditfercnt parti 
of Kentucky h. ld a conference at the 
Normal school building Th nraday ind 
.lecided to organise an antui i! itaV 
l v iruiers' convention, at whirh no. ri 
fuvming will be read and exhii tl 
If of the re+nltsof laaaariBtat* in 
. lines of crop and ttoeh raisir g 
The meeting will be htld hi re u-.-n;- 
next year and a committ-e was a . 
pointed to work up interest and a Up 

ut tendance. 

Want Hardin to K. tire. 
CISV1U.K, Ky.. Aug. 22 — The den. 
tic state central committee will 
ieu. P. Wat. Hardin to withdraw 
the race for governor or else mod 
is currency position. He has al- 
ready been advised to withdraw by 
of file leaders in authority, but hi. 
reply v4Jis: "I will not withdraw, and 
that is an end of it" This re.m< -.t 
ade informally, as soon as th* 
bate was over. 



TRAIN ROBBERS 

Shoot and Kill Detective Powers, 
of Grand Rapids, Mich. 



He Attempted to Arrest Two Men 
Suspected of Robbing the Train 




Grand Ratips, Mich., Ang. 23.- 
tectlve Powers was seriously and per- 
haps fatally shot in the head while ar- 
resting two of the train robbers who 
held up the Chicago and West Michigan 
passenger train Tuesday nipht near 
New Richmond, In a smoker of the 
10:10 north bound Grand Rapids A In- 
diana train. 

Word was sent to the police head- 
quarters Thursday nljfht that two men 
got aboard a L.akc Shore train at Dorr 



the 



all 



been under surveilance for the 
two suspects. As the detec- 
tive was going through the 
train, ftid as he entered the 
smokers Tie saw two men who tallied 
with the description given. He grab- 
bed one and at the same time blew his 
whistle for aid, as the other officers 
■were aboard goinu through other cars. 
The moment he blew his whistle, one 
of the men drew a revolvorar.d shot 
him through the head, and he fell to 
the car floor. As the other officers 
rushed in in response fco his whistle, 
the two men fled and jumped from the 
train, escaping in the darkness. 

The whole detective foree was at 
once called out, and every available 
police officer was detailed and the 
country is being scoured for the tw o 
desperadoes. Detective Powers was 
removed to the hospital, and is so 
badly w .unded that physicians will 
not ahata whether he has a chance to 

Later— Detective Powers died at Rut- 
tera orth hospital at 1:4." Friday i 
Ing. Xncleiv.it 3Jk» two daapaiatfcaai 
ha«l been obtained at that hour. 

SPIRITS MANb'FACTUFilNS CO. 



CONDENSED NEWS 
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ceeding 1 \ht 
which divide | 


the cf.i- 





. div.de, 



all be non-tui 
iat <<f the 8»t 
ing before any divi u-ud is psM upon 
the common stock. 

The capital stock hsdiri led Into >! 
shares and the company wiJl be -: 
business with a capital of H00.0I 
The directors nri! P M. Rice. R eh i 
R Hart-diorne, Jul. -. S. Rack*. T, II. 
Wentworta. p. m i„>ckwoo.i. Henry 
S. Carney. Nathan li.vjur. of Sew V 
City; William K. Mutton, of Cincinnati: 
Clarence J'.nek.ngham, of "The Rot 

ery", Caioago! Edward s. Baaton, W 
ter Haker of Peoria, III . each of wh. 
subscribe for five shares of 8tOt_ 
Richard U. llurtshorne. Joax .1. Water- 
bury, Fred M. Loohwood, .luh 
Bathe and William K Hut ton sub- 
scribe for (.45 shares as a committee 
acting under a certain agreement of 

The aoaafan* paid 

Incorporation tax of SU.TM'. This 
probably the largest tax for the pur- 
pose ever paid by any eorsorai 

Nebraska Demnrratlr Con-e. iuli 

Omaha, Neb, Aug. 23. —The demo- 
cratic staw convention here Thursday 
laminated for justice of th*- supreme 
;ourt Charles 3, Helps, of Cu'fax cou 
:y, and for regents of the State ue 
of Ho 



of ] 



BamiS, Au,«. JH.— A dispatch to the 
Cologne (iaietto from Warsaw says 
that the popular movement that led to 
the arrests in Odessa is more extensive 
than the similar movement that oc- 
curred in HIH. Peasants and artisans 
iu west and southwest Russia are ex- 
ceedingly reckless In consequence of 
systematic agitation, and might easily 
revolt The government is prepared 
to suppress any overt acts against au- 
thority. 



« ..vtet rarataa. 
Fkankfout. Ky.. Aur. 3!. — Iletir- 
Policy, .vlio in March, 1891, a--si.,teu |j 
the killing of Jake Asher, of the A lie 
Lumber Co.. and was sentenced <• 
twentv-one years in the penitentiary 
has been puruoned. His pardon wai 
se. tired by bis wife, who rt'sides a 
Ulg Stone Gap, Va. Polley is in th. 
last stage (it consumpt.on. The ria 
murderer of Asher only got a thiei 
years' sentence. 



l.ouisvai.E. Aug. 
on a 1-year-old-ohild of | Uiehael llerr 
minn, of the firm of Herrmann Ilros. 
waisky dealers, Dra. W. O. Roberts ami 
Carter found that the disease wu- 
eaused by a moat remarkable olroum 
slam-.- A pin was found to be stuck 
entirely through the appendix, and th« 
d Kitora are at a loss to knu 
oi lid so youai came to aw 



. the Tar** n«at*.e 
Cmicaoo. Aug. M.— Patchea won first 
heat b/Ungthiaeooad by half, third 
raoe easily. Time 1:06X,; 8:07H 
Uentry pulled up lame 



MoXTK Kl.l.o. Ark.. Aug. J3. 
day night at l:3u a. m., a body of akout 
twenty-live men went to the jail here, 
broke the door* down and took the 
Ne*ro. Jones, who broke jail last Mon- 
day, but who was recaptured 1-efore 
getting far. Hi* l»odr was found 
Tharaiay morning dangling from a 
tree not far from town. No clew to 
the participators. Jones was up for 



Dr. Brtstowe, an eminent physician, 
is dead in London. 

Since the outbreak of cholera In Ja- 
pan there have been as.ooo cases and 
16,000 deatha. 

An unsuccessful attempt was ma.le 
to bold up the Gulf, Colorado <fc Santa 
Fe train No. 5 at Homer, Tel., Thors- 
day morning at i o'clock. 

Among the passengers who arrive l 
from Colon per the City of Para Thins- 
day morning was Hon. J, A. Mc 
Keniie, U. H. minister to M 

The Pall Mail liar.ette, in an article 
treating of the Chinese outrages, says 
that Secretary Olney may be railed 
upon to take vigorous action in be- 
half of the maltreated. 

An attempt was made at Havre Thurs- 
day to launch the cruiser I'Htliuan. but 
the vessel stuck on the ways and il 
was impossible to get her int.. lb« trtV 
ter. It is hoped that she will get afloat 
at the next tide. • 

The London Chronicle jiys thai 
there has been a decided improvement 
in the condition of Georga Augustus 

Saia, the well known journal fart ana 

author, despite other fttatemeBtl tiial 
he Is no better. 



The Paris Matin, in Hn article 
viewing and condemning the ou r; 
upon British and other foiei/n 

aallabarT rnaat move with ntma i 

ergy if he expects to obtain sotii 
tion from the Chinese. 

Hugh S. MoHnlty, the young BO! 
swell who was u nested at Tar 
Fla., for forgery, has been turned i 
to the chief of police of Chattanoo ;a, 
Tenn.. by whom he will be taken to 
Chattanooga. If eNnlty'e downfall was 
due to fast living on a limned salary, 

At New Orleans Loala Urrvalea,aged 
20, attempted to kill Miss Bag 
Nathancourt and h i -tHerbvsu 
ing. Gervales claim*-. 1 the girl 
engaged to him. Bba denied the 
gagement and he sh.-.t at her tv 
Her father rushing in received tl 
bullets from Oarralea 1 weapoa 
Nathancourt's wonoda an slight, but 
her father may die. 
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Wasbini.tok, Aii^ 
ally fair. sllirLtly 

" eveiUac. somberly «in.t* 



THE MARKETS. 



at 37c: No I mixed, s»l 
'He; mixed e»r at 3«c. 
•••» No- ■ "' led track, i 



i;...-d to choice. 171 ft 
tUt n«s. 

CaJ.V£a— fomnion and l.irire 
U) w«l Unlit. ftaAt ft^: eitra 
Hoaa— OaaaN heavy packer 
Me«u4SS; mixert packer-. I 

and roust). WlUrtltO. 

rood Hit pi**. M 7,> .4»., 

rAttaStra 

kep ant Lamm- Sun p 
■ra, BtJatattj laaeyvraU 
molce mixed. *.-.oo.ji 
lair. fl.nojl.TS. UmlH: Shlpj, 

ft.a. nood to choice. 
fjlr 88.10 14.33, 
W<«3^-Dnwa»bed: Fine me 



rlno. X to XX. per lb. Uftltc; medium c 
ing. 14 ISc; delaine, fl.-cco. li H«c: Ion it c. 
ing ITaiHo: quarter blood and low. 13 ( 




ABSOLUTELY PURE 

THE OLD RELIABLE 

SWEET CAPORAL 

CIGARETTE 

Ha* stood the Tut el Tint 
MORE BOLD THAN ALL OTHER 
BRANDS COMBINED 



State National Bank 

MAVSVILLJE, KY. 



DO A OIKERAL 




WHITE, JUDD k 00. 

-Are itllllntha— 

FURNITURE BUSINESS 

At Ho 4! W.teeaad Itreet. 



MONUMENTAL, STATUABY 

AND CMCTMI^WORK, 

M. R.^GILMOliE, 



kailkosd nonai j 



Cincinnati MfWIOa ' lir«AI I 



CO 



1 



New York l-'.M !■ ir ft- I. V. I.m,,l. , 
*rrive«Hi < •incitim.t : mi r..-,lp-. m. 

WashltiKlonKxi-r. n- No. 4 srrlve* a 
nirton :i:5n p. mi New V-rk i . n 
natl Ksst Lmi- No. I i.rrlvm ai Cineli 



and Old Point i 

Direct coime. i 
West mill Smith. 

Ras, L t i h..<i i Ap not siop be t wa a i Mny 

vll!«-at..l Newport Kj. 
Train. 15, IT. n< and !e etop f •>>- * 

< I'Hl-!.- Hotel .-■ " - 



Kor lull in 



e 'I HO MA 



a'i'.a'h 



KENTUCKY 
MIDLAND RAILWAY. 

frankfort!' rwtEN 

GEORGETOWN, 

CARLISLE, 

MAYS VILLE, 




B.&O. 

S.-W. 



(Nine and aaj'>l 
hours Iroui Cinei 
nan to St. L.-ins. 



Three d.o.j trains. I>n y line ruiinliiK so 
triiliiP b< . i: I'lncui-.m so. I Si, Louis a U. 
I'uliinnii V.-i. ... .! vg l or-. ,\ , ...... .. 

OfjNaaaaten carried on flrst-vlass exprisi 

^To irttlrrii f.'.slyrn-it. -II you 



prices Heoeiptsv 
■l.H^-Recelpts 
>rket stcadr at u 

). go.Kl. K3*iti ; 
w'o&O ! b prln,rl " 



.-ry Ilsrl.t: d. 
33 AOtt.8 so. 



Bu 



a It was on 



CATTi.a-Peellni. . 

: -.i .-it-.Cj. lUin to goo.i •iit.v.o .J heaiy 

irderii. *£Wa8.,'ki. erasser.., ICOOsiJ M. 

lloiin- Fair to good titurAMu: choice llfhl 
weights. tB.14itS 10. nux.M packers. tft.OJ.jMft; 
gootl to choice mediums, toMtoaM 

SBi,.P AND La MBS -Choice to extra mixed 
sheep. f.'.ftia3-.0 common t„ if.....!. . . 
culls und oommon. !i ooin m. prime lsmbs. 
«s ;u«.V»; choke to good. 81 €5 .ft 13: light to 
fair. H 0044.60. export aherp. ewes, «»-.'Sa*«: 

jod weiher». 83 7J*4 ou 

Nsw Yo«K. Aug ia 

Ft.. fK- Western. Inactive, weuk 

Whiat-No. -.' red uiiiet, tirin, 4,S»He hlcheri 
September, «a«l4c: Iiecember. 88ft a70 S-ldc; 
Mu.\ n<,i73Ho. 

Iok.n-No. 8 easier: Sepienil^r. l.'^^Sc: 
(H-tober. 41 S t.43e December. SB'.^ lk-. Muy, 
3?S 37ll-17e: No S. 114 %H* 

hats -No 5 dull stesdy. M»y -.l^c; western. 

llALTI M. UtE. Aug Si 

DaU 

-No t red spot and August. (MMB 
ptrmbsr. od<«u!WV necembcr, 
141 « .VSc steamer No Sr*. S.'V a«Se 

""xed spot. 44.Jhi«c. August. I4cj 
43!«a«Hc. .lumiury. »6«i ;M\e. 

- -'«V.«n;7c: No 8 



signed for rates and^j-ou will save n oney, 




ugston. Jellleo, MiddleH.orough. Cumberlaol 
. hi.. KrHiiklort. Louisville and poluu on N. 
N.a.id M. V., Eastern Invision. 
Leaves Maysville at 1.30 p. m. for Harls. Cm 

'-'TOJWfaULWS 



VAKIIEBHILT ST8TE1 




CLE VBLAKD, 
CISC IK SAT I. 
CHICAGO ami 



curium^ nitiiioi. 

.oi \ .me nuining tiirnugn cars Into New 
v. ik c.i} without l. rrihge or t rangier, land- 
. . passengers in the Grand LentraJ Statloa. 
!• it\. second street: only through oar line to 
lit sum. and only line running solid trains to 
Cleveland, and 47 miles shortest. 

d Dallj ' Kxeept Sunday. * Sunday only. 
li. r, „.,h Tr.iln. 

i\>*n?Vv*'Uin. l . h d«:ll0 p.m. dl0:6ft s.m. 

and N. V K»|.ie»« d-.i.im a.m. d8 :6a p.m. 

•t ., N. V. and llos •)•-•: is p.m. •8:15 p.m. 

v., Bull, and N. Y. . ds:4S p.m. d«:4S s.m 

linn, and Sprii-s-tleld M IS p.m. tt.-80a.ro. 

Inmbus Aci.-omti.odM d«:lSa.m. dW:55 p.m. 

> and Springfield. d4:lSp.n>. *2:lll p.m. 

''" "■wn dw |08 r , tn . «7;6Ba.m. 



. d«:l( 
1 •:::« 



n 'aa, K 

••■-•i' i.l. .1 Tt 



^ ( 'it. ■■(, T-.i.ns 

• .■ r "«l«t o'. W too, 



S:01 a.m. 

t .V, s.m. d«:3l a.m. 
-' p.m d7:» a.m 
" 4S p.m. .111:10 s.m. 
- ' p in de l.. , m 
•11:10 p.m. 
S.Wp.m.' •8:13p.m. 



lush.. AiidcrsoD. Ms- 1 
rl.n. «ar»«w. Cedsr 
U.-H.h. Goshen. Rin- 
nan. Benton Hsrt'or 
Sl.d St. Joseph. .. I « 

And. Kushville 
Wabash 

* For toll int. unatlon s„ ... 

THOMAS A liAHHlliAN. Sou 

et.s-. r Airt-nt. Hunllnii 

MAKTlX.ni.eiu.sC " 




The advcrtisinir euiumnn of Tub L*d- 
«kk speak for tl.nnselvcj Thev show 
that peo| e wh.. know h«,e to s.lvtrtiaa 
know also WH ■-.>!. to '..Ivertise 

CITY 
TAXES 



tin NovemN r M . 



pe natty of 10 per e»-nt, 

w. HTMnuUkj 

City Treasurer. 



Adjoanu.-nt of tha Keely Laag; 

HAUKlsni iui. Pa., Au(?. s:t— The fifth 
annual convention g| the Ix'eeli- leaft 
adjourned sine .11- ThtirMi tv Col. . 
J. Smith. I/euvenworth. Kaa, w; 
elected pre- 1 lent- A resolution tvi 
adopted pr. n i llnp; for the appointment 
of a committee of rive to consider and 
report to the next on the adviaibilitv of 
erecting a Koely home for the old In- 
digent members. 

Maw ea w aar attaaeta ttaaaat. 

Lohuo.N. Auff. 



»Hv -Vay. Wit. No. i shite. iJc. 
3 do 8lo 

Rrs -Na 3oaah.4ae. No s.lo. 4?r 
l i.ovgasacD — Prime cash. :MT., ik-tot 
8ft o.H March. 8ft. SS. 



iotii v-Hrlme, cash. 4S. IB 

Is oa September wheat opened < 
twtweea Stltc and atftjiav. lai 
BJi»'a«.V: Puts opened at «H,e. sold d 
•M'lV. last prlos. Siittaeiftc. 
calls on September com opened s 
sold between 334IS and S«ft tt^e. Issi 
• .i ,. Puis opened at Bftfto. sold to 8ft' 



.KI4.0 



Autf. 23. -At the I atford 
lursttay A. E Walters, the 
ivered 53 miles boA yards in 
eslahliahlnf' a t-ew amateur 
W. stocks beat the amateur 
record for from 95 to 31 miles ineluetve. 
He rode »tt ailWa, 95 yards in one hoar, 

the greatest distance ever oo-vered by {tSJJJf " l " <1 " o^ 4 "- cn <"" "Bat*. 

I nasar— Market dull ai unchaafen prtBam. 



laniAHA*>OLIS, ind.. Aug. 83 
CA-nL«- 1 at well Diilshed steers, fB»*U.I0; 

eholeaaiport staors M« *N It common steers, 

|1^*.TS. 
■■■■ 



Ripley Fair! 

MM i \. oiiio, 

Wtttn* T,IC *'" } " <r * dMW,a> J r < Tsataaai 

au«»ust'^7iii na Ntt«ati«(Mk w 

horses In' S...111. e < . ..' 1 . "ll :, T 'w'er IMvlug 



• ftadwak. S-n.l lor ci.HVgue! ' 
<i. V. YOI XO. Pr.sldeiH. 

Jisnid 



Ho f Visitors 



Kin,- Kibboa Fair I 

My st. re will he htadquarvara and myc» 

y or Wntin.- Tut,,!, and I'siht". 

' '■.Trelct 



\V ,m 

HAVE V^JIERE? 

An "AD" railing sttentlon 
10 the best Bread In the 

city. 

Who Keeps 



This BKKAD? 




"TRAXEL," 



Drugstore! 



Streetcar 
Nettla. 

HOT SODA WATER. 

~ t un.' o. rowi 



rHREE HUNDRED PAIRS tt^N'S LOW-OUT SHOES AT B A^KLiHl Y'3 AT $LQO, WORTH $1.50. 



Highest of all in Leavening Power.— Latest U. S. Gov't Report 



Roy*! 



Baking 

Powder 



ABSOLUTELY PURE 




ITtae Bditor of ThcLidobhIi not respond 
M* tor the opinion! expressed by Correspond 
MM; bu» nothing reflecting upon thocharac 
Mr or habit* of any person will be admitted 



U will v •"" lend LttUrttu 
wtonachu* mil laltr than Sn cbick a.m. Qit* 
r wtrd* <m pniunhU. Wt toant 




lied Agents 
respective lo 



Dmer^rSla.y. Moo're." 
Ml. OilMd— Jacob Thomas. 



to"** 



P P Glascock ins moved fmpi Ml. 
Okttatl to this city. 

Mr Join I, IrMM of this cily has 
been gl MW td i penxi' 

II. rn, Monday rooming, la the wife of 
Mr Arthur L co.ian l, a ten p ound son 

Captain 0. «. Cady will pa«ts his 74th 
mile stone on life's tourney Sunday the 
25th, 

Tho hit Of the season— "A Box of 
Monkeys" at Opera-house Friday 
eveniDK. 

Elder W. D. Kice of Augusta closed 
very successful meeting ut Heaslcy 
Church last BoMM 

Elcttmit Center Draft Banquet Lamps, 
with Silk and Lace Shade, for f-2 75. at 
Hchaizniann's. Market street 

Rev. J. B Briney. formerly of this 
city, has been called to tho ptalptl of a 
lari;e church at Memphis. Tcmi 

Reftllaf meeting of Fiicndnhip R I). 
Lodge No 4:i this evening at half-past 7. 
All numbers are requested to be present. 

The Fairs at Ripley and Germantnwn 
will be held next week on the same days, 
except there will be no Fair at Hipley on 
Saturday. 

The condition of Mayor Earnshaw of 
Dover, whose illness was noted last 
week, we are sorry to say. has not 
improved. 



wawbaM. Hai 



J. T. Long of Lsne.Kans.wt 
day. 

Mr. Oua Grlgsby attended 
Olivet Monday. 

Mr. Plot Wood of Mays vl II 
the Grlgsby House Monday 

Mr. Emery O rover, who ha- 

Professor Chamber* and wlf< 
at Bartersrille last Sunday. 

Rev. Edmin.lsof Australia 
Christian Church Sunday evec 

Our school commenced last 
lessor Chambers 

Died, Saturday, Au»ust II 
AnJeraon, aged Ti. after a II11 

Several from this place » 
publican Convention at Illui 
day 

Mrs. J. L. Pries returned 
after an extended v:*n to tier 
H. Wightraan. 



Ren 



Clifford's Orchestra entertained at the 
< Neptune Ball last aVMtof with a dance. 
I There were a iroodly number of young 
i folks present and I most enjoyable time 

; was had by al l. 

A thirteen year old lad named Jack- 
man, while swimming in the river at 
Ripley Sunday, dived and cut a Rreat 



tch up 



Ingtl 



At Bethany, Bracket! county, white 
caps beat William Saul, his son, Bud 
; Saul, and his daughter, Alice Saul, with 
clubs into insensibility. Alice is fatally 
hurt, nnd the injuries to father and son 



pleasant guest or Mrs. W. T. 0 rover ol 

Mr. MitCi Crawford, tho crick catcher of 
Murphysville's team, wa* in town Saturday 
and helped our boys "do" Brldgeville. 

Mr. 8 A. Vaughan, accompanied by J. L. 



itr-.l 1- - crack ball team, the cliauiplons 

of Bracken county, were defeated by our 
boys last Saturday at K-nton -t Park-score 
18 to a 

Saturday was "boss swapper!" day, but 
owing to the rally at lllueilcks and the ball 
Kenton very few of the "swapper*" 



iu,u , Tohncv* Suit or Hmolte lour 
lAf* A,ray 

It the truthful, startling title of a book abftut 

n«rv««, eliminates the nicotine poison, makes 
weak no 'mi gain strength, vigor and man 
hood Y.ej run no physical or financial risk, 
asNo-to-bac is sold by all Maysvllle druggists 
undera guarantee to oure or money refunded. 
Book tr -e. Address Ster lug Remedy Co.. 
Mew Y'.rk or Chicago. 



Dr. M II. Davis of Mayslick. who is 
himself an enthusiastic Oddrdlow, in- 
forms us that Helena Lodge is coming 
right to the front With the assistance 
of some Mayslick brethren they iuitiated 
two new members last meeting night. 

Professor J. R. Spurgeon of this city 
was chosen Grand Senior Warden of the 
Grand Commandery of Kentucky Knight 
Templars, colored, whose session Iihs 
just closed at Lexiupton The next 
session of the Grand Commandery will 
be held at Terry. Haute. I ml 

The Cincinnati Tribune i- evidently 
tick. It throws up thusly: 
••If the Maysville team can t be induced 

Beds on the Nth, the Red* will go to 
Maysville again. Captain Ewiug 
and all the rest of the players are 
fairly aching for an opportunity to 
wipe out the stain of those two de- 
feats.'' 

Yes, Tribbie, Buck and his gang came 
up 1u "Suckcrvillc" the Dili of this 
month to wipe out the stain. You kuow 
the result The same thing will ha| pen 



IT TICKLES YOU 

m INSTANT REL IEF toy ttT mom 




HOT DROPS 



Smells Good, Tastes Good, Does good-eviby time. 

SaM Ererranara at 2Se and BOc Psr Bottle. ^ Ho gsllat. Ma Pay. 
HERB MEDICINE CO.*** " *"" APRINQPIELD, O. 



BIG PROFITS Small Investments. 



$10 



as by Slicc»s«rul Speculation in (irslu, Prnvlsl 
Q Q KOK V. kCII ItoLLAU ISVESTBD 




Paul Hettlii or Klemliigsburg was In tho city 
Frank M. Savage ol Covington was In the 



II of Covington took In 



Mlllersburg arc hire attending the Fair. 



If. and Mrs. John N. Thomas and niece, 
s bolla, have returned from a sojourn at 

ev. E. Korman of New Orleans arrived yes- 
terday and will preach at vTMklagTOa Sunday 
morning at 11 o'clo ck. 

ics Clara and Lillian Rawed of Hurling- 
jwa, are 
and Mrs. M. C. 

1 Nannie Hudson and Miss Katharyne 
Dellell of Kloinlngsburg are visiting Mrs. J. E. 
Wells of Forest avonuo. 



Thirty-seventh Session Opens September 10 

•alttiful loca'lnn In the ll uegrass Heglon or Kentucky. The InMItu 
n overlooking the famous little city of Richmond, within a lew niliuiti 
center. The situation combines the advantages of the town with tl 
ntryseat. Building* commodious, hot and cold baths, recitation roon 
large, entirely above ground, well lighted, well ventllatod. Grounds contain fourteen acre 
ding ample space lor tennis courts and other outdoor amusements. 
The Faculty consists of fifteen Instructors of university and European training, each 
specialist. Diplomas In three courses. Colloge preparatory course. Number of boarders 
limited to thirty, thus affording opportunity Tor social Intercourse between faculty ai 
students Impossible In a large taiardlng school. Music and Art Departments well i quipped. 
4-SSHO per Session, Including Music. 

3I1SS ALICE LLOYD, Principal, Richmond, Ky. 




Judge Walther, brother ol Mr. 
Walther, <>r Georgetown, O., Is vl 
brother and attending the Blue Kib 



ion Fair. 



Mlsaos Laura Form an and Bull s McCarthy, 
who have been visiting In the Bounty tor some 
week*, left for Louisville Wednesday morn- 



Mr. John LaRueof Bourbon county arrived 
Wednesday to attend the Fair, and is staying 
with his relative*, tbo Messrs. Wood, In the 
country. 



daughter, ol Maysville. Ky.. and niece, Miss 
Belle Douglass Robinson, of Florence, Ala., 
the guest* or thelroouslim Mr. J. C. Log 
gett and Mrs. Baird, two days Of last week. . . 

'. Ollllland and wife loft yesterday for 
Peoria, 111., to vuit their daughter. Mrs. J as. 
Manker. They will be anient about four 



Systematic Plan of Speculation 



ixnafuJ speculator* operate r. 



a regular system. 

' parts ol Hie foiled m,o. 

" levoryyuar.iai.g.n. 



Htftotl u.ooooi ... .. 

It isauMiafaottnattnosewuoniako the largest proBis from oninparaineu - nail nivcsi- 
menu " u l) ,bl,p J , JJ^"jyj ri,c t m ^ ti'^fio 1 /*' rrt "" th,0 "*° a " d » hr "«a'' brokers who 

oiao U do*aootrl»Y*he™wholo\mount Invested on any Ira lo, but covers hot h *ldc*. *o 
~*"*t wketber the market rises or fall* It brings a steady profit mat pllo* up enormously In a 



OONVIWi 

Report, fL 



money-making 
•si references in 



>l on suu-ossmi •peculation and 
ALL FKKK. t)ur Manual ox- 



regard to our staadlag ao l *i 



Second street, in the vicinity of the 
C. ami <). Depot, presented a scene of 
gaiety this morning at ti in The Knights 
Of Maysville Commandery No. 10. ac 
companied by their wives and daughters, 
itarted on thoir pilgrimage to Boston, to 
attend the National Encampment of the 
Knight Templar*, which convenes at 
Boston. 

They go from here to Cincinnati, and 
leave that city over Ibe Big Four, taking 
In Niagara Fall*, then into the Canada* 
and the White Mountains. 
The party had some trouble In securing 
in the way of 
but everything was 
niy. and they left to 
Iks In an enjoyable 



• report tba crop a short 



Well Satisfied with 
flyer's Hair Vigor. 

"Nearly forty yaara apo, after 
pome weeks of sickness, my hair 
turned prray. I began using Ayer's 
Hair Vigor, and was so well satis- 
fled with the results that I have 
never tried any other kind of dress- 
" ing. Itrequiresonly 

an occasional inpli- 
^■cation of 

r*>^J AYER'S 




Hair Vigor to keep 
my hair of good 
color, to remove 
'dandruff, to heal 
itching humors, nnd prevent the 
hair from falling out. 1 never hesi- 
tate to recommend Ayer's modieitMM 
to my friends."— Mrs. II.M.IIaigiit, 
Avoca, Nebr. 

AYER'S 

m Hair Vigor 

Prepared by Dr. J.C. Ayor Si Co.. Lowell. Mass. 



ijUDTirnzo»o ; _ 



^—'f " SitUdtuflU 

*K(itita*,— Lost," ■•*'..uf«1." d.,nt in occa 
bis noturs, and not to MNM Ihrr.t hum, on 
poo*, ire rin:t > • 
BfT".\o Hustneii" Adr» atlas m ' ittMMpHM m 

OMifTlV 



AaMMtMMNt*OM M -a ut mwd/Ik or ** 
hrowh the i»^ll bl 

Tl!K Prnr.i' '.KUnr.r roMPAKT, 



•yyANTKD-Tji liliys lecon.l hiind Ncwloir Mjl- 



Dr. J. fl. SAMUEL, 



PHYSICIAN AND SURGEON 

Orrioi awd RBSinawcns-Thtrdsti 

the Oourthome. 



IPIIILIFL 

icuiries 

Ml 



LUST M.M.h.y. 
corner Third 

t»,V " 



Madison Institute! 



A DAY AND HOMK SCHOOL 



FOR GIRLS 



I 




NEWS OF THE DIAMOND. 



The Locals leave today for Huntington 
where they pluy this afternoon and to- 
nrruff afternoon. 

On Sunday they will no to QalUpoUl 
C a series of four games 
These clubs are both good ones, the 
tinliiiittotis and Locals being tie for 
hieh is which, while the BaUipoUl has 
MB doing some gTtat work, both with 
e stick and in the field. 
Bruner is with OallipolU, and if there 
any possible way of his downing the 
boys, you can bet he'll do it. 



F/ynn had fourteen assists for Kich- 
ond in a game, against Petersburg. 
Witrock. formerly with tho Cincinnati 
Reds, is pitching for the New Bedfords 
i tit New England League. 
A match gstne of baseball between 
Murphysville and Bridgeville will be 
played at Murphysville tomorrow. 

McKarland, the fine young catcher of 
the Indianapolis club, is but 20 years of 
age. Cincinnati may give him a show 
icxt season. 

McOuire of the Washington toam 
:augbt in bis eighty fourth consecutive 
fcarae of the season August 14th. lie 
has not missed a game since the chain 
pionship race began. 
Groves, formerly with the Lexington 
am and recently with tho AH Profes- 
onals, now playing with the Richmond, 
a , League Team, out of four times at 
bat, made two singles and two three base 
hits. 

The Ashland News is a baseball en 
luslast, and is rooting for Maysville 
Here are a few of its utterancos: 
'There is talk of the Maysville* chalking 
ing the Reds for a series of five 
games after tho League season closes, 
two to be played in Cincinnati, two 
there and one on neutral grounds. 
Maybe they wouldn't draw big 

crowds Oallipolis will take tho 

rising couceit out of Huntington In 
two games— today and tomorrow, 
and will taste the same medicine at 
Mayivllles' hand* the coming week. 

It tickles the cockles of Tom 

Davis's heart most exhilaratingl y to 
see the Maysville aggregation spoken 
of as the team that beats Leaguers; 
but the pride is pardonable, old man. 

Irwnton's new team Is In 

danger of dissolution It takes 
money to back a ball team, and 
Maysville alone has found the secret 
of making it In baseball this year." 



November, 1H|«. 



Maysville Steam Laundry 
dye works. 

No. VU Third street. Ladles' and Oei.lle- 

s;;ra s n?cJ^Cb c s«,^fon- 



— MAYSVILLE- 



Manufacturing Company, 

DOO RS, SASH, BLIN DS, 

Verandas, Molding*, &o. Store Fixture* and 
.stair liullding Hpecialtles. Faotory— Lower 

i. M. MILLS, Manager. 



Pure Materials and Best 
Work Guaranteed. 

House 

Painting! 

Paper 
Hanging! 

JOHN CRANE, 81 E. Fourth St. 



Hayswood Female Seminary. 



JOHN 8. HAY8 



Dr. Louis 
Landman, M.D. 

, MUM 

sud OPTICIAN, 



e Mineral Well 



Hou»c. Abordeen. M 

Thursday, August 15th, w ™ °* T 

Notwithstanding he I* now a regular gradu- 

lii'add'ltioii 'to IwVu/aVoxpert 'optiulaV h" 
will continue bis business as tlptlolau as for- 




Price: |1 00.— Sold by all druggists or 
ent prepaid on receipt of price. 
LADIES' REMEDY CO. 
194 Randolph St., Chicago, Ilia. 



COCHRAN & SON 8, 

TTOBKwn at L.AW, 

OUOtT 8TKBKT. 

UATSVlLLt, KY 



Buggies 

-AT- 

Your 

Own Price. 

Henry Ort has the 
best line of Carriages in 
the city, and is going to 
close them out at a dis- 
count, regardless of the 
cost 

Now is Your Chance. 



your selection. 

HENRY ORT, 

The Leading 

FURNITURE DEALER, 
1 «"."'.< I MAYSVILLE, KY. 



We Sell 

China^Glassware 

If You Hou't Believe It. 
Call aud See. 



SPECIALTY- 



w~ 

§ 



Oar Cypress Pat- 
tern semi Porcelain 
Dinner | Tea Sets, 
for widen we are 
sole agents, are ele- 
gant and tasty, be- 
sides very cheap. 



CD.Kussell&Co. 



C. D, 0UTTEN HAS 

TBI AGENCY FOB 

The Champion Iron Co., 
K. nton. a 



Iron Fencing of Any | Cresting and Weather 

•lss er stylo, Vaaes, 
Vases and l.tt**i for Iron Column., 

CeaMtery Orata'ts, | Hitching Posts. 
Ultimate* furnl.oed on work of any klna. 



BIG FOUR ROUTE 



;1 BLOOD 
F 3 0 1 S □ N 



Knights Templar 

CONCLAVE. 

BOSTON. MASS., An* *6th-81st 
One fare for the round trip. 
Jjeee^ogjoar oerrloe. Blegaiit r 




